The  Catho?  '<  of  St.  Mary  of 

sumption,  wir  ^  capacity  of  1,1 4 

pleted  on  Sept.   ij,   i942  was  dedicated 
Most  Reverend  C.  E.  Byrne,  Bishop  of 
ton.  Designed  in  Gothic^  it  is  built  of 
Limestone. 


1997 


IS"  ^iJ 


PLACB 

STAMP 
HERE 


Post  Card 


